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DEPARTMENT  OF  HEALTH  AND  ENVIRONMENTAL  SCIENCES 


PLEASE  RETURN 


Montana  State  Library 


TED  SCHWINDEN,  GOVERNOR 


COGSWELL  BUILDING 


STATE  OF  MONTANA1 


HELENA.  MONTANA  S9620 


July  11,  1985 

Re:  Preliminary  Environmental  Review 
Allan  V.  Crowder/dba/Bud ' s Junk 

Board  of  County  Commissioners,  Phillips  Co.  Courthouse,  Malta,  MT 

Sanitarian's  Office,  County  Courthouse,  Glasgow,  MT 

Willis  M.  McKeon,  County  Attorney,  P.  0.  Box  7,  Malta,  MT 

Jerry  Hould,  Phillips  Co.  Planning  Board,  Box  1155,  Malta,  MT 

Shirley  Legg,  Mayor,  City  of  Malta,  Drawer  L,  Malta,  MT 

Allan  Van  Crowder,  Bud's  Junk,  Box  624,  Malta,  MT 

Les  Bush,  643  S.  6 Avenue,  Malta,  MT 

Tom  Ellerhoff,  Environmental  Sciences  Division,  DHES,  Helena,  MT 
Environmental  Quality  Council,  Capitol  Building,  Helena,  MT 
[Darlene  Staffeldt,  Supervisor,  Documents,  State  Library,  Helena,  MT 

Ladies  and  Gentlemen: 

/ 

Pursuant  to  the  Administrative  Rules  of  Montana,  16.2.604, 
the  following  Preliminary  Environmental  Review  has  been  prepared  by  the 
Department  of  Health  and  Environmental  Sciences  concerning  Allan  Van 
Crowder/dba/Bud' s Junk  west  of  Malta,  Montana. 

The  purpose  of  the  Preliminary  Environmental  Review  is  to  inform 
all  interested  governmental  agencies,  public  groups  or  individuals  of 
the  proposed  action  and  to  determine  whether  or  not  the  action  may  have 
a significant  effect  on  the  human  environment.  This  Preliminary 
Environmental  Review  will  be  circulated  for  a period  of  fifteen  (15) 
days  at  which  time  a decision  will  be  made  as  to  our  future  action. 

If  you  care  to  comment  on  this  proposed  action,  please  do  so  within 
the  allotted  time. 


Sincerely, 


€ 


T / /;l:4 

LARRY  D.  MITCHELL 

Solid  and  Hazardous  Waste  Bureau 

Environmental  Sciences  Division 


®TfcTT  DOCUMENTS  COLLECTION 

JUL2  2 1985 

MONTANA  STATE  USRAW 
1515  E.  6/h  AVE 
HELENA,  MONTANA  59620 

LDM: vc 
Ends . 

cc:  Jim  Maxie,  County  Sheriff's  Office,  Phillips  County 


,\C*totons  & grooves 


AN  t (DUAL  OPPORTUNITY  EMPLOYER 


DEPARTMENT  OF  HEALTH  AND  ENVIRONMENTAL  SCIENCES 
Cogswell  Building,  Helena,  Montana  59601 
(406)  444-2821 


PRELIMINARY  ENVIRONMENTAL  REVIEW 


Di vi Si  On/Bureau  Environmental  Sc  iences  Division/Solid  & Hazardous  Waste  Bureau 

Project  or  Application  Allan  V.  Crowder  dba  Bud's  Junk 

Description  Of  Project  Licensing  a motor  vehicle  wrecking  facility  west  of 
Malta  (see  map) 


POTENTIAL  IMPACT  ON  PHYSICAL  ENVIRONMENT 


Comments  on 

Major  Moderate  Minor  None  Unknown  Attached  Pages 


1.  Terrestrial  & aquatic 
life  and  habitats 

2.  Water  quality,  quantity 
and  distribution 

3.  Geology  & soil  quality, 
stability  and  moisture 

4.  Vegetation  cover,  quant- 
ity and  quality 

5.  Aesthetics 

6.  Ai r qual i ty 

7.  Unique,  endangered, 
fragile,  or  limited 
environmental  resources 

8.  Demands  on  environmen- 
tal resources  of  land, 
water,  air  & energy 

9.  Historical  and  archaeo- 
logical sites 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

DHES/ESD-1 


POTENTIAL  IMPACTS  ON  HUMAN  ENVIRONMENT 


9 


1.  Social  structures  an 
mores 

2.  Cultural  uniqueness 
and  diversity 

3.  Local  and  state  tax 
base  & tax  revenue 

4.  Agricultural  or  in- 
dustrial production 

5.  Human  health 

6.  Quantity  and  distri- 
bution of  community 
and  personal  income 

7.  Access  to  and  qualit' 
of  recreational  and 
wilderness  acti vi tie: 

8.  Quantity  and  distri- 
bution of  employment 

9.  Distribution  and 


10. 

11. 

12. 

13. 


14. 


Major 


Comments  on 


and  housing 
Demands  for  govern- 
ment services 
Industrial  & commer- 
cial activity 
Demands  for  energy 
Locally  adopted  en- 
vironmental plans  & 
goals 

Transportation  net- 
works & traffic  flows 


d 

X 

X 

X 

X 

X 

X 

X 

/ 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

Other  groups  or  agencies  contacted  or 
which  may  have  overlapping  jurisdiction 


Individuals  or  groups  contributing  to  this  PER. 


Recommendation  concerning  preparation  of  EIS  Not  necessary 


PER  Prepared  by:  / ' ' 

_ ^ Larry  Mitchell 

Date:  7/ 1 1/85  


DHES/ESD-2 


PRELIMINARY  ENVIRONMENTAL  REVIEW 
Allan  V.  Crowder/dba/Bud' s Junk 


GENERAL  COMMENTS 


The  applicant  proposes  the  shielding  and  licensing  of  a motor  vehicle 
wrecking  facility  on  the  family  farm  approximately  4 miles  west  of  Malta. 
All  junked  vehicles  and  wrecking  yards  must  be  shielded  from  public  view. 
This  facility  must  be  shielded  from  U.S.  Highway  2,  a public  road  approxi- 
mately \ mile  south  of  the  proposed  site. 

The  east  and  the  south  sides  of  the  vehicle  storage  yard  must  be 
shielded.  Topography  to  the  west  and  north  shield  the  site  from  public 
view. 


The  applicant  proposes  shielding  the  junk  vehicles  with  a wooden  fence 
of  sufficient  height  to  screen  from  the  highway  and  built  to  the  specifica- 
tions found  in  Rule  16.14.202  ARM.  An  approximate  total  of  265  feet  of 
fencing  will  be  constructed.  There  are  approximately  120  vehicles  already 
on  site.  If  the  fencing  is  constructed  properly  and  the  vehicles  placed 
behind  the  fence  where  they  will  be  shielded,  the  facility  will  be  eligible 
for  licensing. 

The  successful  operation  of  a licensed  motor  vehicle  wrecking  facility 
should  provide  some  additional  secondary  income  to  the  operator.  There  are 
no  licensed  wrecking  yards  in  Phillips  County.  The  nearest  markets  for 
used  vehicles  parts  are  located  in  Glasgow,  Havre,  and  Lewistown. 

The  establishment  of  a wrecking  facility  at  this  location  does  not 
violate  any  locally  adopted  land  use  or  zoning  ordinances  and  regulations 
according  to  a local  certification  on  the  application.  The  current  sur- 
rounding land  use  is  rural/agricultural  in  nature. 

A minor  increased  demand  for  government  services  may  result  from  this 
licensing  action.  Routine  inspection  by  state  and  local  junk  vehicle 
program  officials  will  be  necessary  to  obtain  and  maintain  compliance  with 
the  shielding  requirements  of  the  Motor  Vehicle  Recycling  and  Disposal  law 
and  rules. 


/ ^ 

MONTANA  DEPARTMENT  OF  HEALTH  AND  ENVIRONMENTAL  SCIENCES 
Environmental  Sciences  Division 
Solid  Waste  Management  Bureau 
Helena,  Montana  59601 

MOTOR  VEHICLE  WRECKING  A CILI  1 I 

APPLICATION  FOR  LICENSE 


Complete  this  form  and 


1)  Name  of  applicant: 

2)  Name  of  facility: 


return  with  attachments  to: 


S LLhil_  -JSr  f C 


L dlJrl 

3.uJ. 


Solid  Waste  Management  Bureau 
Montana  Department  of  Health  and 
Environmental  Sciences 
Room  B-201  Cogswell  Building 
Helena f/MT  59620 

j2£jkL'’a<:'T. 


K 


3) 

4) 


Address:  f J ? <Z  / -fc.  J 7 Osinas-  ’Cf  o ' 

Size  and  legal  description  of  facility:  L/ & C 

Sf-'.x,  Nf.Yt  / -t.  ir/i/  i\;J7 


5)  If  you  are  not  the  owner  of  the  premises,  give  name  and  address  of  lessor  who  holds 
title  to  the  property: 


Name: 

Address: 


•ft 


<4 


' 0 C J O t 


Oc  y C;7H  . tt a . dlh  V 


/ ‘ 1 “■ ' ' "■! 

6)  Attachments:  a)  Map  of  city  or  county  showing  proposed  location  of  facility. 

b)  Drawing  of  proposed  facility  showing  especially  the  type  and 

adequacy  of  shielding  of  facility  from  public  view  and  location 
of  buildings. 

7)  I hereby  certify  that  the  site  of  the  planned  motor  vehicle  wrecking  facility  is 
in  accordance  with  local  government  zoning  and  ordinances  (to  be  signed  by 
appropriate  local  government  official  having  knowledge  of  local  zoning  ordinances). 

fjauM  ^ i | y j s~7  / r~>  L 


TITLE: 
OF: 


f A L . ~ 


(city  or  cou 


8)  Date  (year  and  month)  that  your  facility^ will  begin  operation 

~0ff.  U 


SIGNATURE  OF  APPLICANT 
TITLE: 


: 


PHONE: 


e-~ 


— K-E  C SA  V EAS; 

HAY  31  1985 

MONTANA  DEPARTMENT  OF  HEALTH. 

AND  ENVIRONMENTAL  SCIENCES 
SOLID  A HAZARDOUS  WASTE  BUREALi 


BEVJSlQNS 

Fpde'Oi  aid  System  ^ f „„ 
Locol  SySl*m(Porlial)  12- 31  80 


general  highway  map 

PHILLIPS  COUNTY 

MONTANA 

PREPARED  BY  THE 

MONTANA  DEPARTMENT  OF  HIGH  WAYS 

planning  and  research  bureau 

„ S TRANSPORTATION 

FEDERAL  HIGHWAY  ADMINISTRATION 


GENERAL  HIGHWAY  MAP 


PHILLIPS  COUNTY 


MONTANA 
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